


o 


Wuhinsnm, D. C 20003 
UocDln 3-3000 


Noveniber 21, 1966 


Mr . J. Edgar Hoover 
Director 

Federal Bureau of Investigation 
Washington, D.C. 20535 


Dear Mr. Hoover: 

I have noted with considerable concern the recent rash 
of books, articles and statements which are creating confusion 
and doubts about the validity of the findings of the Warren 
Commission regarding the assassination of President Kennedy. 

Much of the criticism has been directed at the conduct of the 
Commission's inquiry. Certain conclusions reached by the 
Commission have been questioned and new theories advanced as 
to what actually happened. 

These critics have used various interpretations of 
evidence collected by the Commission and alleged conflicts in 
information reported to the Commission to support their theories. 
One of the "conflicts" concerns the alleged variance of the 
results of the medical examination of the President's body, 
recorded in FBI reports dated December 9, 1963, and January 13, 
1964, and the official autopsy report. 

^ realize you have not taken issue with any of the 
people who have questioned the Warren Commission Inquiry and 
the conclusions resulting from it. 1 realize also you must 
restrict your remarks to matters relating solely to the FBI's 
role in the investigation. I believe, however, that a statement 
from you at this time regarding the alleged conflict between 
iJ^formation reported by the FBI and the autopsy will greatly 
help in clearing up the confusion and setting the record straight 

Naturally, i would want permission to publish your 
. statement. 



Sincerely yours 




